"1 1 

This report 3 required dy law (7 USC 21 43). Failure JO report according to t^e regulations (ipq j J See reverse side for Interagency Repon Control No 

result in an order to cease and desist and to be subject to penalties as provided for m Sector 2150 additional information, OtSO^DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1 . REGISTRATION NO. CUSTOMER NO. 

57-R-0002 895 

FORM APPROVED 
owe NO. 0579*0036 

2 , HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include Zip Code) 

MEDICAL COLLEGE OF GEORGIA 

1459 LANEY WALKER BLVD. 

OFFICE OF LAB. ANIMAL SERVICES 

AUGUSTA. GA 30912 
(706) 721-3278 

3 . REPORTING FACILITY (Ust all locations where animals were housed or used in actual research, testing, leaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATlONSfS/fe?; 


See Attached Listing 

Medical College of Georgia, Augusta, GA 


Animal Care Facility, Gracewood, GA 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets /Mece&sar/or use APHiS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which leaching, 
research, 
expenments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0, Number of animals upon 
which expenments. 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
iranquilizing drugs were 
used. 

Number of animals upon wnich teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic.analgesic, or iranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO 

OF ANIMALS 

(Cols. C • 

D + E) 

4. Dogs 

0 

0 

22 

0 

22 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

0 

0 

0 

Q 

7. Hamsters 

45 

0 

101 

0 

101 

8. Rabbits 

2 

0 

336 

0 

336 

9. Non*Human Primates 

0 

39 

0 

0 

39 

10, Sheep 

3 

0 

0 

1 

0 

0 

11 . Pigs 

12 

0 

44 

0 

44 

12, Animats 

i 

0 

0 

0 

0 

goat 

2 

0 

0 

0 

n 

13, Other Animals 

























ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and Iranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3 ) This facility is adhenng to the standards and regulations under the Act. and it has required that exceptions to the star^dard 3 and regulations be specified and explained by the 
principal investigator and approved by the Institutional Ahimal Care and Use Committee (lACUC). A summary of all the exceptions » attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a bnef explanation of the exceptions, as well as the species and number of animals affected. 

4 ) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL “ 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 21 43) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Pnnt) 


DATE SIGNED 


APHIS, . 




(AUG 91) 


^w\.L uvi) which is obsolete 


PART 1 - HEADQUARTERS 











































This report is re^jurred by faw (7 USC 2143) Failure Eo report according to the regulations can See reverse s»de for interagency Report Control No 

result in an 'order to cease and desist and to be subject to penalties as provided for in Section 21 50 additional information 0180-DOA-AN 


untod states department of agriculture 

ANWAL AND plant HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGtSTFATION NO. CUSTOMER NO. 

57-R-0004 910 

FORM APPROVED 

OMB no. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
/nc/ude 2/p Code) 

MERCER UNh/ERSrTY 

1400 COLEMAN AVE 

MACON. GA 31207 

3. REPORTING FACIUTY (Ust all locations where ammals were housed or used in actual research, testirig, teaching, or axpenmentation. or held for these purposes. Attach additional 
sheets if necessary.) 


FAaUTY LOCATlONSfs/fes) 


mercer UN(VERSmr-MACON 
MACON, GA 31207 


SOUTHERN SCHOOL OF PHARMACY 
ATLANTA, GA 30341-4115 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FAQUTY (Attach adeHtionai sheets if necessary or use APHtS FORM 7023A ) | 

A, 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testir>g. 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animats 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
useof paio- 
relieving drugs. 

D. Number of animals upon 
which eiqperimerXs, 
teaching, research, 
surgery, or tests were 
conducted involvir>g 
accompanying pain or 
distress to the animais 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used 

E. Number cf arxmals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizirig drvi^ would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expenments, surgery, or tests. (An expianahon of 
the pmcedures producing pain or distress in these 
animats and the reasons such drugs were not used 
must be attached to this leport) 

F. 

TOTAL NO. 

OF ANMALS 

(Cofs.C> 

0^ E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 

6 

72 



72 

7. Hamsters 






8. Rabbits 

3 

1 

117 


118 

9. NorvHuman Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13, Other Animals 
























ASSURANCE STATEMENTS [ 


1) Professionally acceptable standards governing the care, treatment, and use of animats, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, poor to, dunng, 
and foltowjog actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each pnncipal investigator has considered alternatives to painful procedures. 

3) This facility is adhenr>g to the starxterds and regulations ufKter the Act, and it has required that exceptions to the starxiards anti regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care ar>d Use Committee (lACUC). A sumnwy of ail the exceptions is attached to this annual report In 
addition to identifying the lACUC -approved exceptions, this summary includes a brief explanation of the exceptions, ax well as the species and number of animals affected. 


4 ) The atterxiing veterinanen for this research facility has appropriate authority to errsure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care arxl use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTtONAL OFFICIAL (Type or Print) 

DATE SIGNED 

11/26/2001 


APHIS FORM 7023 (Replacee VS FORM 1S-23 (Oct 88), which la obsotets PART 1 - HEADQUARTERS 

(AUG 91) 



























r ^ L- 

T?i(s repo,-t is rtrc^ired by (aw (7 USC 2143) Failure to report according to the regulations can See reverse side for i Interagency Report Control No 

result in an ordi’^'' to cease and desist and to be subject to penalties as provided for n Section 2^50 acditicmal information. ^ 0180-OOA-AN 


UI'-.TED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PUVNT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO, CUSTOMER NO. 

57-R-0005 900 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name ana Address, as registered with USDA, 
include Zip Code) 

UNIVERSITY OF GEORGIA 

OFFICE OF VICE PRES. FOR RSCH 

BOYD GRAD. RSCH CTR RM.612 

ATHENS, GA 30602 
(706) 542-3360 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmentation, or held for these purposes. Altacn additional 
sheets if necessary.) 

FACILITY LOCATlONS(s/tes^ 

See Attached Listing 

12-03-2001 RCVD 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Attach additionaf sheets if necessary or use APHIS FORM 7023A } \ 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B, Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
expenments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which expenments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropnate 
anesthebc. analgesic, or 
tranquilizing drugs were 
used. 

E, Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An expianarion of 
the procedures ptoducing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4, Dogs 

13 

130 

227 


357 

5. Cals 

1 

80 

176 


256 

6. Guinea Pigs 






7. Hamsters 






8. Rabbits 



114 


114 

9. Non-Human Primates 


8 

2 


10 

10. Sheep 






11. Pigs 



31 


31 

12. Other Farm Animals 






Goats 

13 


58 


53 

see next page 

13. Other Animals 






Gerbils 


952 



952 

Cottonrats 


225 



225 

Virginia opossum 


2 



2 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizmg drugs, prior to. during, 
and following actual research, leaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each prircipai investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principaj investigator and approved by the Institutional Animal Care and Use Committee {lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC -approved exceptions, this summary indudes a bnef explanation of the exceptions, as well as the species and number of animals affected. 


4 ) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACIUTY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

qir^MATI lOSLnP r hr INRTlTllTinNAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

11/14/01 


8), which is obsolete 


PART 1 - HEADQUARTERS 



































Thfs report is required by law (7 DSC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-OOA-AN 


UUSTEO STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. CUSTOMER NO- 

57-R-0005 900 

FORM APPROVED 

0MB NO, 0579-0036 

I 2. HEADQUARTERS RESEARCH FACIUTY (Name and Address, as reg}S[ereti with USDA. I 

include Zip Code} 


UNIVERSITY OF GEORGIA 

OFFICE OF VICE PRES. 

FOR RSCH 

BOYD GRAD. RSCH CTR RM. 61 2 

ATHENS, GA 30602 


(706) 542^3360 



I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Afracrt additional sheets if necessary or use this form.) | 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

Other Animals 

B. Number of 
animals being 
bred. 

conditioned, or 
heid for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
expenments. or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D, Number of animals upon 
which expenments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of antmais upon wnich teaching, 
expenments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 
D^E) 

Gray squirrel 

2 





Flying squirrel 


2 



2 

Deer Mice 


2 



2 

Cotton Mice 


40 



40 

Raccoons 



5 


^ 







OTHER FARM ANIM^ 

LS 





cattle 

155 

45 

7 


52 



34 

18 


1 

! 52 




























j 








1 

























1 ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing dnjgs, prior to. dunng. 
and following actuai research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-ap proved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending vetennarian for this research facility has appropriate aulhonty to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIF[CATION BY HEADQUARTERS RESEARCH FACIUTY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

[ QiniuATiioiL^c r P n r^R iMiQTiTtiTinNAi nppiniAi 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

11/14/01 


1 88), which is obsolete 


PART 1 - HEADQUARTERS 




















USDA Registration Number 57-R-0005 
Customer Number 900 

University of Georgia, Athens, GA 
Facility Locations (Sites) 

College of Pharmacy Building, Main Campus 

Franklin College of Arts & Science, Life Science Bldg., 
Main Campus 

College of Veterinary Medicine (Main Campus), 

College of Veterinary Medicine, Riverbend and Oconee 
County Farms 

Savannah River Ecology Laboratories, Aiken, SC 


r .{V 

i his repdrt is &ouired by !aw (7 DSC 2143). Failure to report according lo ihe regulations can y \ See reverse side for interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 0180'DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1, REGISTRATION NO. CUSTOMER NO. 

57-R-0010 891 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Aadrass, as registered wiYh U5DA, 
include Zip Code) 

GEORGIA INSTITUTE OF TECHNOLOGY 

225 NORTH AVE, 

ATLANTA.GA 30332 
(404) 651-4350 

3. REPORTING FACILITY {List all locations where animals were housed or used in actual research, testing, teaching, or expenmentaiion. or held for these purposes. Attach additional 
sheets if necessary.) 


FACJUTY LOCATlONS^s/fes^ 


See Attached Listing 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS PORKt 7023A ) \ 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
expen ments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
expenments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0, Number of animals upon 
which expenments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropnate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetjc.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expenments, surgery, or tests. (An exp 'atbn of 
the procedures producing pain or distrr n these 
animals and the reasons such drugs a ► not used 

must be attached to this report) 

F. 

total no. 

OF ANIMALS 

(Cols. C * 
0-**E) 

4. Dogs 



4 


4 

5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 

12 


14 


14 

9. Non-Human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. C>ther Animals 
























ASSURANCE STATEMENTS 



1) Professionaily acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranqui lining drugs, pnor to. dunng, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This faality is adhering to the standards and regulations under the Act, and it has required that exceptions lo the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC), A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-ap proved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authonty to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C, Section 2143) 

SIC kL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 


APHIS FORM 7023 (Replaces VS FORM 18-23 (Oct 88). which is obsolete PART 1 - HEADQUARTERS 

(AUG 91) 


















APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 
Customer Number: 
Facility: 


57-R-0010 

891 

GEORGIA INSTITUTE OF TECHNOLOGY 
225 NORTH AVE. 

ATLANTA, GA 30332 
(404)651-4350 


PETIT INSTITUTE FOR BIO-ENGINEERING & BiO-SCIENCE 
225 NORTH AVENUE 
ATLANTA, GA 30332 



report is required by law (7 USC 2143). Failure lo report according tc the reguiancns car See reverse side for ( \ Irueragency Report Centre! No 

rtiuit m an or^'er to cease and desist and to be subject to penalties as provided for n Section 2150. additional inform ation.^^ ^ 013Q-DOA-AN 

“ "JNITED STATES DEPARTMENT OF AGRICULTURE 1. REGISTRATION NO. CUSTOMER HO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 57-R-0013 883 FORM APPROVED 

0MB NO. 0579^036 


See reverse side for 
additional information.' 


1. REGISTRATION NO. 

CUSTOMER NO. 

57-R-0013 

883 


2, HEADQUARTERS RESEARCH FACILITY (Name and Adaress, as registered witn USDA. 
Include Zip Code) 

MOREHOUSE SCHOOL OF MEDICINE 
720 WESTVIEW DR.. S.W. BOX 212 
ATLANTA, GA 30310 
(404) 588^2881 


3, REPORTING FACtUTY (List aW locations where ’were housed or used in actual research, fesf/ng, teaching, or expenmentation, or neid for these purposes. Attach additionai 

sheets if necessary.) 


FACILITY LOCATlONSfs/tes) 


See Attached Listing MoTpVinfifiA 5?r*hr>nl o-F MArl*i i 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


Morehouse School of Medicine 
Medical Research Bid 


720 Westview Drive, S.W. 
Atlanta, Georgia 30310-1495 


MorrisBrown College 
H 


643 Martin Luther King Jr. Drive, S.W. 
Atlanta, Georgia 30314 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Affach additional sheets if necessary or use APHIS FORM 7023A } 



C. Number of 
animals upon 
which teaching, 
research, 
axpenments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conciucted invoMrrg 
accompanying pain or 
distress to the animals 
and for which appropnate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E, Number of animals upon which teaching, 
expehmenls, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesfftetfc.anafgesrc, or tranQutUztrrg drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the pnDcedures producing pain or distress in these 
ammais and the reasons such drugs were nor used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C 
D*E) 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 

34 

9. Non-Human Primates 



10. Sheep 


11. Pigs 


12. Other Farm Animals 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropnate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2} Each principal investigator has considered alternatives to painful procedures. 

3} This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of ail the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending vetennarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

?ove is fate, correct, and complete (7 U.S.C, Section 2143) 

I NAME & TITLE OF C.E.O, OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


rich is obsolete 




PART 1 - HEADQUARTERS 
































APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 

57-R-0013 



Customer Number: 

883 



Facility: 

MOREHOUSE SCHOOL OF MEDICINE 

720 WESTVIEW DR., S.W. BOX 212 
ATLANTA. GA 30310 
(404) 588-2881 

1 1 ~30-20u 1 

..... 

BASIC MEDICAL SCIENCE BUILDING 

720 WESTVIEW DRIVE, S.W. 



ATLANTA, GA 30310 






~ 

This report is required by law (7 DSC 2143). Failure to report according to the regulations can See reverse side for Interagency Repcn Ccntrcl No 

result rn an order to cease and desist and to be subject to penalties as provided for m Section 2150. additional information. Q180-DOA-AN 


UNITED STATES DEPARTMENT OP AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT} 

1. REGISTRATION NO. CUSTOMER NO. 

57-R-0017 885 

FORM APPROVED 

0MB NO. 0579-0036 

2- HEADQUARTERS RESEARCH FACILITY (Name ana AaOress. as regtsterea wrth USDA. 
indude Zip Coae) 

Fort Valley State University 

1005 State University Drive 

Fort Valley, GA 3 1030 (478) 825-6353 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmentation. or held for these purposes. Attach additional 
sheets if necessary.) 


FACIUTY LQCATlOHSfsites) 


See Attached Listing 

Department of Veterinary Science 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Attach addithnai sheets if necessary or use APH/S FORM 7023A ) 


A. 

Animals Covered 

By The Ammal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
axpenments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
expenmen ts. or 
tests were 
conducted 
invoiving no 
pain, distress, or 
use of pain- 
reiieving drugs. 

D. Number of animals upon 
which expertmenfs, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and far wnich appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
axpenments, research, surgery or tests were 
conduaed involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic, an algesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
axpenments. surgery, or tests. (An exp/anar/on of 
the procedures producing patn or distress m these 
antmafs and the reasons such drugs were nof used 
must be attached to this report} 

F, 

TOTAL NO. 

OF ANIMALS 

(Cols. C ^ 

0 + E) 

4. Oogs 

0 

0 

12 

0 

12 

5. Cats 

0 

0 

13 

0 

13 

6. Guinea Pigs 

0 

0 

12 

0 

L2 

7. Hamsters /Rats 

0/0 

0/0 

12/18 

0/0 

12/18 

8. Rabbits 

0 

5 

0 

0 

5 

9. NorvHuman Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

2 

0 

0 

2 

11. Pigs 

0 

0 

0 

0 

0 

12. Other Farm Animals 



1 

1 



cattle 

0 

6 

0 

0 

6 

1 3. Other Animals (mice' 

I 0 

0 

13 

0 

13 

^amm 

0 

0 

5 

0 

5 

horses 

0 

! 3 

0 

0 

3 

gerbils 

0 

12 

0 

0 

12 

ASSURANCE STATEMENTS* 



1 


1) Professionally acceptable standards governing dte care, treatment, and use of animals, mduding appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, leaching, testing, surgery, or experimentation were followed by this research faality. 


2) £ach piindpai investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attachsd to this annual report, tn 
addition to identifying the lACUC-approved exceptions, this summary includes a bhef explanation of the exceptions, as well as the spedes and number of animals affected. 

4 ) The attending veterfnarian for this research facility has approprrate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
asoacta of snimaJ rarm and usa 


N BY HEADQUARTERS RESEARCH FACILfTY OFFfCtAL 
Ive Officer or Legally Responsible Institutional official) 

Jte above is taie. correct and complete (7 U.S.C. Section 2143) 


NAME & TITLE OF C-E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



18), which is obsolete 


part 1 - HEADQUARTERS 











































































This report ;; required bv (7 USC 2143). Failure lo report according to the regulations can See reverse side for Interagency Repon Control No 

resuli m an order to cease and desist and to oe subject to penalties as provided for m Section 2150 additional information 0120-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1, REGISTRATION NO. CUSTOMER NO. 

57-R-0101 881 

FORM APPROVED 

0MB NO. 0579^036 

2, HEADQUARTERS RESEARCH FACILITY {Name and Address, as registered wth USDA. 
include Zip Code} 

NORTHSIDE HOSPITAL 

1000 JOHNSON FERRY ROAD 

EDUCATION DEPARTMENT 

ATLANTA. GA 30342 
(404) 851-8000 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmeniation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS^^s/fes; 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH F ACIUTY (Attach additionaf sheets if necessary or use APHfS FORM 7023A ) 


A. 

Animals Covered 

By The Animai 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
expenmerls, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving dnjgs. 

D. Number of anrmais upon 
which expen merits, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to trie animals 
and for which appropnate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E, Number of animals upon which teaching, 
expenments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
an esthetic, an algesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expenments, surgery, or tests. (An explanation of 
the procedures producing patn or distress in these 
animats and the reasons such drugs were not used 
must be artacrted fo this repon) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C ♦ 

0 + E) 

4. Dogs 





O 

5. Cats 





o 

6. Guinea Pigs 





o 

7. Hamsters 





o 

3. Rabbits 






9. Non-Human Primates 





_iQ 

10. Sheep 





O 

11. Pigs 



S' 


S' 

12. Other Farm Animals 





o 






0 

13, Other Animals 





o 






o 






0 






0 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropnate use of anesthetic, analgesic, and tranquilizing drugs, prior to. dunng, 
and following artual research, teaching, testing, surgery, or expehmentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhenng to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of alt the exceptions is attached to this annual report, in 
addition to identifying the lACUC-approved exceptions, this summary includes a bnef explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research faaiily has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O, OR INSTITUTIONAL OFFICIAL 

NAME i TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

'VnAi 


APHIS FORM 17023 (Repiacss VS FORM 18-2J (Oct 88). which is obsolete PART 1 - HEADQUARTERS 

(AUG 91} 


















See reverse side for 
additional information 


Interagency Report ConiroJ No 
0180-OOA-AN 


This report is required by iaw {7 DSC 2143), Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for m Section 2150. 


UNITED STATES DEPARTMENT OF AGRtCULTURE 
ANIMAL AND PLANT HEALTH (NSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmentatjon. or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY lOCAT\OHS(sites) 


See Attached Listing 

(Same as item 2 above) 


1. REGISTRATION NO. 
57-R-0105 

CUSTOMER NO. 
876 

FORM APPROVED 

OM8 NO. 0579.0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Ad&ess. as registered with USDA, I 

include Zip Code) 

IMMUCOR, INC. 

3130 GATEWAY DR. 

PO BOX 5625 
NORCROSS. GA 30091 
(770) 441-2051 




REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Attach additionaf sheets ifnecessafy or use APHIS FORM 7023A } 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
expen ments, 
research, or 
surgery but not 
yet used for such 
purposes. 


4. Dogs 



C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
reiievtng drugs. 

D. Number of animaJs upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

0 

0 

0 

0 

0 

0 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic.analgesic. or (ranquifizing dnjgs would 
have adversely affected the procedures, results, or 
interpretation d the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures pfoductng pain or distress in these 
animals and the reasorrs such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

{Cols. C 
D + E) 




11. Pigs 

0 

12. Other Farm Animals 

0 



0 

0 



0 

0 

0 

0 

0 

0 



0 

0 


0 

0 

0 

65 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment and use of animals, including appropriate use of anesthetic, analgesic, and tranquiltzing drugs, phor to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principai investigator has considered altemabves to painful procedures. 

3) This fadlity is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal invesbgator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary iixfudes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4 ) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTJFICATJON BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

] certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


ci/swATtiDB nc r e rt no iwctiti iTinwAi nperi#:iAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


-23 (Oct 88), which is obsolete 


PART 1 - H 











































This report is required by faw (7 USC 2143) Failure to report according !o the regutaiicns can 
result in an o'der to cease and desist and lo oe subject to penalties as provided for n Section 2t50 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 



vJ 


UNITED STATES DEPARTMENT Of AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(lyPE OR P^ 4 At 7 V 6 - 2 0 0 1 IN 

1. REGISTRATION NO. CUSTOMER NO. 

57-R-0110 971 

FORM APPROVED 
owe NO, 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered w/th USDA. 
include Zip Code) 

MEMORIAL HEALTH UNIVERSITY MC 

P.O. BOX 23089 

SAVANNAH, GA 31403 
(912)350-8000 

3. REPORTING FACILITY {List all locations where animals were housed or used in actual research, testing, teaching, or expenmentation, or held for these purposes. Attach additional 
sheets jf necessary.) 


FACtUTY LOCATlONSrsrfes) 


See Attached Listing 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FAClUTY (Attach additional sheets if necessary or use APHIS FORM 7023A ) ] 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number cf 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, artalgesic. or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted invdvirtg accompanying pain or distress 
to the animals and for which the use of appr opnate 
anesthetic.analgesic, or tranquilizing doigs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An exp/anation of 
the procedures producing pain or distress in these 
animals and the reasons such dmgs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

ICols. C * 

0 + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-Hgman Primates 

1 





10. Sheep 

1 ' " 

! 





11. Pigs 






12. Other Farm Animals 






CyC>r^tS 


lU 




1 3, Other Animals 
























ASSURANCE STATEMENTS | 


1) ProfessionaJI/ acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experifnenlalion were followed by this research facility. 


2) Each pnndpal investigator has considered alternatives to painful procedures. 

3) This fadiity is adhering to the standartfs and regufetrons under the Act. arvt ft hss regoiimf tfraf to toe .stoi'toards and regute^ons be spoofied and explained by the 

principal investigator and approved by the Institutional Animal Care ar>d Use Committee (lACUC). A suntmaiy of atl the excepUons is attached to this annual report. In 
addition lo identifying the lACUC-app roved exceptions, this summary indudes a brief explanation of the exceptions, as well as the sgedee and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is tnie, correct, and complete (7 U.S.C, Section 2143) 


SIGN - - 

-TpiciAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 1&'23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 


















This report is required by law (7 USC 2143). Failure to report according to the reguiations can 
result :n an order to cease and desist and to be subject to penalties as provided ^cr .n Section 2t50 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

57-R-0114 


CUSTOMER NO. 

1709 


Interagency Report Control No 
0180'DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY {Name and Ad&ess, as registered wtth USDA. 
mctude Zip Code) 


1130 CROSSTOWN COURT 
PEACHTREE CITY. GA 30269 
(770) 486-0077 


3- REPORTING FACJUTY |LiSt all locations where animals were noosed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfsites) 


See Attached Listing 


•) 1 1 cj' h 



REPORT Of ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach ada/tional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


8. Number of 
animals being 
bred. 

conditioned, or 
held for use In 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animats upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


O. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesmetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
expenments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetlc.analgesic, or tranpujiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An exp/anathn of 
tfie procedures producing pain or dfstress in these 
anima/s and (he reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C ♦ 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 



7. Hamsters 





0 


in 


O 


O 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or expenmentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approvod exceptions, this summary includes a bnef explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending vetennarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee trie adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

i certify that the above is true, correct, and complete {7 U.S.C. Section 2143) 


SIGNATURE OF C,E,0. OR INSTITUTIONAL OFFICIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Pnnt) 



APHfS FORM 7023 
(AUG 91) 


(Repfaces FORM iS-ZS (Cct SSf, which is obsolete 


II 


PART 1 - HEADQUARTERS 






























This reoon is required by law {7 DSC 2143). Failure to report acccramg to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for tn Section 2150. additional information. Q180-DOA-AN 


UNtTEO STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

57-R-0115 10793 

FORM APPROVED 

OWB NO, 0579-C036 

2. HEADQUARTERS RESEARCH FACILITY (Nam© and Address, as registered w/th USDA. 
include Zip Code) 

ATLANTA CARDIOLOGY FOUNDATION 

5665 PEACHTREE-DUNWOODY ROAD 

SUITE 225 

ATLANTA. GA 30342 
(770) 209-7150 

3. REPORTING FACILITY (Lst all locations where animals were housed or used in actual research, testing, leaching, or expenmentation. or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSrs/leSj 


See Attached Listing 

3155 Morthwoods Place. Norcross, GA 3QQ71 


Valley Brook Farm, 1591 Davis Academy Rd., Madison, GA 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attactf additional sheets if necessary or use APHIS FORM 7023A } \ 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
arimais upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which expenments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
expenments, research, surgery or tests were 
conducted mvotvrng accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic, an algesic, or tranquilizing drugs would 
have adversely affected the prcjcedurea. results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animais and the reasons such drugs were not used 
must be attached to this report) 

F. 

total no. 

OF ANIMALS 

(Cols. C r- 
D* E) 

4. Dogs 



12 


12 







6. Guinea Pigs 






7. Hamsters 






8. Rabbits 

6 


35 


35 

9. Non-Human Primates 






10. Sheep 






1 1 . Pigs 



w 


w 

12. Other Farm Animals 









1 



13. Other Animals 
























ASSURANCE STATEMENTS 



1 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each prirtcipa* investigator has considered alternatives to pairiful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the I ACUC -approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above Is true, correct, and complete (7 U.S.C. Section 2143) 

SinNATlJRF OF CFO OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type orPnnt) 

DATE SIGNED 

/ f'l C'O) 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 • HEADQUARTERS 

























ie rAoiiiTPd hv iaw 17 use 2143). Failure to report acconiing to tne regulations can 

anfdS^ and « be sobjeC .0 pena^fee as provded .or ^ Seebon 2150. 


ex'" 

See reverse side for 
additional infonnation. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TfPE OR PRJ^-) 1 6 - 2 0 0 I R C V D 


1. REGISTRATION Na 

22-R-0121 


CUSTOMER NO. 

1719 


Interagency Report Control No 
pi80-00A-AN 

FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and AddfBSS, as register^ USDA, 

indude Zp Code) 

MEFUAL LIMITED 

3239 SATELLITE BLVD.. BLDG 500 
DULITTH, GA 30096 
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Attachment A for APHIS form 7023 


1.0 Column E, Line 5, Animal - Cats 

1 . 1 Sixteen cats were used in a study for development of a product J 

The development studies for this compound require assessment of 
efficacy in the target animal species using a model of acute pain. In this study 
four cats experienced a painful situation for a time period of < 48 hours. The 
addition of other analgesics would interfere with the evaluation of this 
compound. 


2.0 Column E, Line 7, Animal - Hamsters 

2. 1 Five thousand one hundred thirty hamsters were used in teg ting bacterin prior 
to release for sale as required by 7his testing 

requires challenging hamsters with the virulent agent in order to evaluate 
bacterin efficacy and potency. 2365 hamsters experienced weightless, 
debilitation and/or death. Anesthetics, analgesics and tranquilizing drugs are 
not appropriate for this agent and would interfere with the evaluation of this 
bacterin. 




APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number; 22-R-0121 

Customer Number: 1719 

Facility MERIAL LIMITED 

3239 SATELLITE BLVD., BLDG 500 
DULUTK, GA 30096 


MERIAL 
6498 JADE RD 
FULTON. MO 65251 

COLBERT, GA 
JOHNNY MCELROY RD 
COLBERT, GA 30628 

ATHENS, GA 

115 TRANSTECH DR 

ATHENS. GA 30601 


TTiis report is required by law (7 USC 2143). Failure to report according to the reguiabons can 
result in an orter to cease and desist and to be subject to penalties as provided for ir> Section 2150. 

UNITED STATES DEPARTMENT OF AGRICULTURE TT 

ANIMAL AND PLAWT HEALTH INSPECTION SERVICE 
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purposes. 
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expe hm e n ^ or 
tests were 
conducted 
inYotvingno 
pain, distress, or 
use of pain- 
relieMng drugs. 
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accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
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used. 
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to the animals and for which the use of appropriate 
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have adversely affected the procedures, results, or 
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armieia and tfie reasons such drugs were not used 
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Attachment A for APHIS form 7023 


1.0 Column E, Line 4, Animal - Dogs 

1 . 1 Sixty dogs were used in studies for development of a preventative vaccine for 
a dog disease endemic in the United States. The development studies for this 
vaccine require challenge of dogs with this virulent agent in order to evaluate 
the vaccines efficacy and potency. Thi^estin^^^uired by the USDA for 
licensing of this product as stated in^^^^^H Uight dogs experienced 
anorexia, debilitation and/or death. Anesthetics, analgesics, and tranquilizing 
drugs are not appropriate treatment for this agent and would interfere with the 
evaluation of this vaccine. 

2.0 Column E, Line 5, Animal - Cats 

2.1 Twenty cats were used in studies for development of a preventative vaccine 

for a cat disease endemic in the United States. The development studies for 
this vaccine require challenge of cats with this virulent agent in order to 
evaluate the vaccines efficacy and potency. Thi^estin^^equired by the 
USDA for licensing of this product as stated Sixteen cats 

experienced neurological symptoms and/or death. Anesthetics, analgesics, 
and tranquilizing drugs are not appropriate treatment for this agent and would 
interfere with the evaluation of this vaccine 

3.0 Column E, Line 13B, Animal - Ferrets 

3.1 Six hundred seven ty hamsters were used in tes ting bacterin prior to release for 

sale as required This testing requires 

challenging hamsters with the virulent agent in order to evaluate bacterin 
efficacy and potency. Three hundred sixty nine hamsters experienced weight 
loss, debilitation and or death. Anesthetics, analgesics, and tranquilizing 
drugs are not appropriate treatment for this agent and would interfere with the 
evaluation of this bacterin. 
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The following sites have been reported by the facility. 
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